BILL NO. S-VO-08-^y^ 


SPECIAL ORDINANCE NO | S-jT/Vf 

AN ORDINANCE approving an Agreement with BERCOT- 
GIBSON CONSTRUCTION CO . , INC . for Water Contract 
No. 70-3, Water Main on Main Street. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE , 


INDIANA 


SECTION 1. A certain Agreement approved August 17 , 1970 


between the City of Fort Wayne , by and through its Mayor and the 
Board of Works , and BERCOT-GIBSON CONSTRUCTION CO.,INC., for 
Water Contract No. ; 70-3, construction of Main Street Water Main 


Replacement as follows 


Installation of 1, 86 0± feet of 12 inch 
ductile iron water main on Main Street 
from the existing 12 inch water main on 
Calhoun Street , eastward to the exist- 
ing 24 inch water main on Clay Street, 


for a total cost of $41,981.90, all as more particularly set 


forth in said Agreement which is on file in the office of the 


Board of Public Works, and is by reference incorporated herein 
and made part hereof, is hereby in all things ratified, confirmed 
and approved. 


SECTION 2 . This Ordinance shall be in full force and 




effect from and after its passage and approval by the Mayor. 



Read the first time in full and on motion by 

and duly adopted, read the second time by title and referred 




seconded by 


to the (Committee on) 
Cqmmi-S-S-i.Q.n, 





( a-nch^te^the—i.^rr v Plan a 


Jjiblic Hearing to be. he Id after due legal,, notice. 
at the Council Chambers, -City Hall,' Fort MayherpICndi'ana, on 


day of 


196 


,~at~ 


-o- L eleek- 


p.mt7~E7STt: 


Date: 




>--? o 








Read the third time in full and on motion by 


City Clerk 


seconded by 



and duly adopted, placed on its passage . 


Passed '6fe©ST) by the following vote; 




AYES jjj , 

Adams 
Dunifon 
Fay 
Geake 
Nuckols 
Robinson 
Rousseau 


NAYS d , 


ABSTAINED 


ABSENT 


to -wit: 


A*" 




y 


Steigerwald 

Tipton 


Date 


f-cf- 7 


o 



City Clerk 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 

liemd (Special)! Appropriation ) Ordinance (-R-e-so-iut-i-on ) No» Sl:5<; 


on the 


~y.ir 

day of 


, „ ■ . *. 



City Clerk 

■■■■ 



_ ^ "Presiding Office^ 

PresentdP;‘b^ m e tbdd^PMayor of the City of Fort Wayne, Indiana, on 

, 196 7c at the hour of l 5 D o'clock _^.M.,E.S.T. 

City Clerk 

Approved and signed by me this / 0 ~ffi < day of __ 


» 1 


at the hour of 4 ' 3 £> o'clock /) ,M« ,E.S .T. 



Mayor 


S-70-08-25 


Bill No. 


REPORT OF THE COMMITTEE ON OTTY TTTTT.TTTES 

We, your Committee on n-it.y to whom was referred an Ordinance 

approving an Agreement . wi t.h REROQT-GIBSQM- CONSTBITCT IQN_ CCL-. — INC 

No . 70.T-3-, -dJat.er.- Majj3_on-Jdairu-Stoee±-, — ____ — — — — — — — — — 


have had said Ordinance under consideration and beg leave to report back to the Common 


Council that said Ordinance 




PASS, 








■JQHN-MgCKQLS- 


EDHm-J. ROSSSEAO- 



DATE — 


CONCURRED IN 
7 s FUAD G. BONAHOOH, CITY CLERK 


